RE:  Whitley  camera 


Subject:  RE:  Whitley  camera 

From:  Kerry  Morrison  <Kerry@hollywoodbid.org> 

Date:  08/08/2018  12:08  PM 

To:  Michael  Ling  <30180@lapd.online>,  Jim  Sage 

<j  im@metrovideosystems.com> 

CC:  Tim  Weir  <tim@metrovideosystems.com>,  Benjamin  Thompson 
<39467@lapd.online>,  Rich  Sarian  <Rich@hollywoodbid.org> 

Hi  Jim,  Mike,  Rich  and  I  just  went  out  to  look  at  the  poles. 

We  agree  that  the  pole  on  the  south  side  of  the  street,  center  of  intersection,  would  be  best.  We 
would  probably  have  to  do  some  tree  trimming  for  a  better  east-west  line  of  site,  so  Rich  can 
coordinate  that. 

Let  me  know  next  steps  -  esp.  if  BSL  needs  to  be  alerted 
Kerry 


KERRY  MORRISON 

Executive  Director 

RENEW  THE  BID  IN  2018!  https://youtu.be/-Amhlt  EKsE 

[  Hollywood  Property  Owners  Alliance  ] 

6562  Hollywood  Blvd  |  Los  Angeles,  CA  90028 
323.463-6767  |  kerry@holly  wood  bid. ore  |  onlyinhollywood.org 

From:  Michael  Ling  <30180@lapd.online> 

Sent:  Wednesday,  August  8,  2018  7:08  AM 
To:  Jim  Sage  <jim@metrovideosystems.com> 

Cc:  Kerry  Morrison  <Kerry@hollywoodbid.org>;  Tim  Weir  <tim@metrovideosystems.com>;  Benjamin 
Thompson  <39467@lapd.online>;  Rich  Sarian  <Rich@hollywoodbid.org> 

Subject:  Re:  Whitley  camera 

Jim,  if  the  The  complication  is  all  the  same  at  all  three  of  the  suggested  spots,  I  would  prefer  the  camera  be 
set  up  on  the  south  side  of  the  street  so  I  got  better  view  of  the  north  sidewalk.  I’m  interested  to  see  the 
Activity  on  the  sidewalk,  all  the  way  east  toward  Schrader. 

Lt  MICHAEL  Ling. 

Sent  from  my  iPhone 

On  Aug  7,  2018,  at  12:31  PM,  Jim  Sage  <jim(Smetrovideosystems.com>  wrote: 

Hi  Kerry. 

I  looked  at  possible  locations  to  re-install  Whitley  and  of  the  poles  there  are  only  3  possible. 

One  on  the  North  West  corner,  One  on  the  North  East  corner  and  one  that  is  South  Center.  All 
offer  a  list  of  positives  but  also  have  negatives. 

Mostly  with  respect  to  clear  line  of  sight  to  the  repeater  on  the  Cahuenga  Bid.  Most  of  the  issues 
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are  with  the  trees  and  as  we  can  lower  the  cameras  to  mitigate  the  view  issue 
The  wireless  location  does  not  offer  this  option. 

It  would  probably  be  a  good  idea  to  meet  at  your  office  so  I  can  show  you  plusses  and  minuses 
of  each. 

My  Regards, 

James  M.  Sage 

Operations  Manager 
Metro  Video  Systems  Inc. 

(310)640-9250 


From:  Kerry  Morrison  [mailto:Kerry@hol lywoodbid.org] 

Sent:  Sunday,  August  5,  2018  9:10  PM 
To:  Jim  Sage;  Tim  Weir 

Cc:  'Benjamin  Thompson';  Michael  Ling;  Rich  Sarian 
Subject:  RE:  Whitley  camera 

Hi  Jim,  thank  you  so  much  for  this. 

I  am  confident  LAPD  still  considers  Whitley  to  be  a  key  view  corridor  -  so  the  question  will  be,  is 
there  an  appropriate  city  light  pole  to  affix  this  camera  to?  We  can  then  work  with  BSL  to  secure 
the  permission.  Let  me  know  which  pole  seems  to  offer  the  greatest  span  of  viewing,  and  I'm 
happy  to  reach  out  for  permission. 

Kerry 


From:  Jim  Sage  <iim(5)metrovideosvstems.com> 

Sent:  Tuesday,  July  31,  2018  4:03  PM 

To:  Kerry  Morrison  <Kerry@ hollywoodbid.org>:  Tim  Weir  <tim@ metrovideosystems.com> 
Subject:  Whitley  camera 

Hi  Kerry  so  the  equipment  inside  the  building  at  Whitley  has  been  recovered  that's  the  radio  and 
its  infrastructure 

I'll  go  back  out  on  Monday  to  remove  the  camera  and  also  get  Las  Palmas  camera  up  and 
running 

Have  you  given  any  thought  to  a  relocation  site 
My  regards,  Jim  Sage 


Sent  from  my  T-Mobile  4G  LTE  Device 
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